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A.D.  1874,  21st  November.  N°  3998. 


Feeding  Bottles. 


( This  Invention  received  Provisional  Protection  only.) 

PROVISIONAL  SPECIFICATION  left  by  Milton  Stuart  at  the  Office  of 
the  Commissioners  of  Patents,  with  his  Petition,  on  the  21st 
November  1874. 

I,  Milton  Sttjaet,  of  Alumina  House,  Waterloo,  near  Liverpool,  in 
6  the  County  of  Lancaster,  do  hereby  declare  the  nature  of  the  said 
Invention  for  “  Improvements  in  Bottles  or  Vessels  for  Supplying  Food  to 
Infants  or  Invalids,”  to  be  as  follows 

The  object  of  the  Invention  is  to  afford  increased  facility  for  securing 
that  the  food  for  supplying  nourishment  to  infants  or  invalids  may  be  of 
10  the  desired  temperature. 

In  the  case  of  infants  it  is  in  most  cases  desirable  that  such  food 
should  be  taken  at  about  the  temperature  of  the  mother  s  system.  There 
is  however  very  great  danger  from  accident  of  giving  such  food  either 
too  cold  or  of  scalding  the  child  by  giving  it  too  hot.  In  the  case  of 
15  other  invalids  the  degree  of  heat  to  the  food  most  beneficial  to  the 
patient  will  vary  in  different  cases,  but  it  is  a  matter  which  often  occupies 
the  attention  of  the  medical  attendant  without  his  being  able  to  give  the 
directions  he  desires  with  reasonable  hope  of  their  being  followed. 
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A.D.  1874.— N°  3998. 


Provisional 

Specification. 


Stuart’s  Improvements  in  Feeding  Bottles . 

According  to  my  Invention  I  form  the  bottle  or  vessel  with  a  recess 
or  channel  in  it  extending  to  or  near  to  the  bottom  thereof,  and  in  this 
recess  or  channel  I  apply  a  thermometer,  which  I  secure  in  position  by 
cement  used  in  connecting  the  parts  of  glass  or  earthenware  together  or 
otherwise,  so  that  the  rise  or  fall  of  the  indicating  medium  may  be  readily 
visible,  and  yet  so  that  it  may  not  be  so  much  exposed  as  to  be  readily 
broken  or  injured. 
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